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UNION MACHINERY COMPANY 
JOLIET ILLINOIS 


Complete .... 
UNION ROLL-MAKING UNIT 


Including the Union Roll Machine, Automatic Roll 
Conveyor, and Roll Moulder . 


. modern mechanized 


equipment that enables the baker to increase output 
per man-hour, reduce production costs, improve the 
quality and variety of rolls, and operate successfully 


regardless of the manpower shortage. 


Variable Speed 
Control for adjust- 
ing conveyor speed 
to output of Roll 
Machine. 


Adjustable Flatten- 
ing Belt is standard 
equipment. 


Close hook-up to 
conserve floor 
space. 


Take-off Ring for 
diverting rolls to 
conveyor. 


UNION ROLL CONVEYOR 
STANDARD LENGTH 15 FEET 
(AVAILABLE ‘UP TO 30 FEET) 


Operating tests show that the use of this 
Conveyor will raise machine output from 
1.2 to 2.7 dozen rolls per man per minute. 


CONVEYOR P= 


Ty 


STARTING SWITCH 


LAYOUT SHOWING THE THREE POSSIBLE HOOK-UPS OF THE UNION 
ROLL CONVEYOR WITH THE UNION AUTOMATIC ROLL MACHINE. 


C. Discharge to left. 


POSITION 


TO MOULDER 


STARTING SWITCH 


B. Discharge to rear. 


mE POSITION A, 


REP RI 
ve 


PANNING 


A. Discharge to right. 


WHEN ORDERING: 
Please advise the layout 
position desired 


either Position ‘‘A’’ or 
diel = hig or ml Gp 


UNION ROLL MOULDER 


Moulding action permits speeds up 
to 180 dough pieces per minute with 
no doubles. Quickly adjustable to 
handle a variety of rolls from 4” to 
10” in length. Suitable for auto- 
matic or hand feed. Fully enclosed 
motor drive and safe-guarded rolls. 


Tell us your requirements . . . and let Union engi- 
neers help you plan your roll-making department. 
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